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ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

045416 

R 141328Z JUN 75 
FM AMEMBASSY QUITO 
TO SECSTATE WASHDC 5951 
USDOC WASHDC 
INFO AMCONSUL GUAYAQUIL 

UNCLAS QUITO 4217 

FOR COMMERCE BIC/OED/MEPD 

E.O. 11652: N/A 
TAGS: BEXP, EC 

SUBJECT: FOREIGN GOVERNMENT TENDER/MAJOR PROJECT, PAUTE, PHASE I 

1. 331/01/T-0054 

2. 061275 

3. R. CORTEZ 

4. 331 ECUADOR 

5. N 

6A. CONTACT - 

6B. OFICINA DE LICITACIONES Y CONCURSO DE OFERTAS 
6C. INSTITUTO ECUATORIANO DE ELECTRIFICATION, INECEL 
AV. 10 DE AGOSTO 1820 Y ROCA 
QUITO, ECUADOR 

7. LICITACION PA/5/A; CONTRATOS PA/5/A/1, PA/5/A/2 

8. 08/12/75 4:00 P.M. 

9. 201 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 QUITO 04217 141514Z 

10. CONTRACT PA/5/A/1 CALLS FOR THE PROVISION AND SUPER- 
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VISION OF INSTALLATION OF THE FOLLOWING EQUIPMENT: 

36122 38 TWO 3-PHASE 112 MV A, 13.8 KW. DELTA 138/KW 
TRANSFORMERS WITH OIL AND WATER COOLING 
(TYPE FOW). TRANSFORMERS ARE TO BE INSTALLED 
IN THE MOLINO PLANT CAVERN AND SHOULD HAVE 
CONNECTIONS FOR AN INSULATED 13.8 KW BAR AND 
A 138 KW CABLE. A FIRE PROTECTION SYSTEM WITH 
CARBON DIOXIDE (C02), AND HEAT EXCHANGER. 

TWO INSULATED TRANSFORMERS, 3-PHASE, 3000/3750 
KWA, 13.8 KW DELTA 13.8 KW, WITH COOLING 
RATING OA/FA, FOR EXTERNAL INSTALLATION. 

THIS CONTRACT INCLUDES THE OPTION TO SUPPLY 
THREE ADDITIONAL 3-PHASE TRANSFORMERS WITH 
CHARACTERISTICS SIMILAR TO THOSE IN (1 ) ABOVE. 

CONTRACT PA/5/A/2 CALLS FOR THE PROVISION AND SUPERVISION 
OF INSTALLATION OF: 

99182 02 ONE INTEGRATED DISTRIBUTION CENTER, 480 VOLTS, 

FOR INTERNAL INSTALLATION, WITH REMOVABLE 
SWITCHES AND TWO 3-PHASE TRANSFORMERS, FRY-TYPE, 

300 KWA, 138 KW DELTA/480 W; ONE INTEGRATED 
DISTRIBUTION CENTER, 480 VOLTS, FOR INTERNAL 
INSTALLATION, WITH REMOVABLE SWITCHES AND TWO 
3-PHASE TRANSFORMERS, DRY-TYPE, 750 KWA, 

13.8 KW DELTA/480; TWO INTEGRATED DISTRI- 
BUTION CENTERS, 480 VOLTS, FOR INTERNAL 
INSTALLATION, WITH REMOVABLE SWITCHES, 

DISTRIBUTION SWITCHES IN BOXES, EACH WITH 
A 3-PHASE TRANSFORMER, DRY-TYPE, 225 KWA, 

13.8 KW DELTA 480 W; ONE DISTRIBUTION CENTER, 

13.8 KW FOR EXTERNAL INSTALLATION, WITH 
REMOVABLE SWITCHES. 

THIS CONTRACT INCLUDES THE OPTION TO SUPPLY 
THREE ADDITIONAL INTEGRATED DISTRIBUTION 
CENTERS WITH CHARACTERISTICS SIMILAR TO THOSE 
IN (3) ABOVE. 

THE ECUADOREAN ELECTRIFICATION INSTITUTE (INECEL) HAS 
CALLED FOR THE PREQUALIFICATION OF MANUFACTURING FIRMS 
FOR THE PROVISION AND SUPERVISION OF INSTALLATION OF 
LISTED EQUIPMENT FOR THE FIRST STAGE OF THE PAUTE HYDRO- 
ELECTRIFICATION PROJECT. INECEL HAS ANNOUNCED THAT 
UNCLASSIFIED 
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FINANCING OF 85 PERCENT OF THE CIF COST IS PROGRAMMED TO 
BE THROUGH LOAN INSTITUTIONS OR BY THE SUPPLIERS THEM- 
SELVES. PREQUALIFICATION DOCUMENTS (IN SPANISH) ARE 
AVAILABLE FOR NON-REFUND ABLE US$20 FROM INECEL AT ABOVE 
ADDRESS. OFFERS MUST BE PRESENTED IN PERSON AT ADDRESS 
ABOVE NO LATER THAN 4:00 P.M. AUGUST 12, 1975. ANNOUNCE- 
MENT OF PREQUALIFIED FIRMS WILL BE MADE IN OCTOBER. 

HEMENWAY 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975QUITO04217 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750208-0514 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750649/aaaabscq.tel 

Line Count: 115 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 3 FEB 2003 by PhilliR0>; APPROVED <13 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER/MAJOR PROJECT, PAUTE, PHASE I 
TAGS: BEXP, EC 
To: STATE COM 
Type: TE 
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